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Ojfice of Foreign Missions 
Washington, D.C. 20520 


NOTICE 


New Managing Director 


The Office of Foreign Missions is pleased to announce the appointment of 
Bruce R. Matthews as its new Managing Director. 

Mr. Matthews 's office is located at 3507 International Place, NW and can be 
contacted by telephone at (202) 647-3417. 

For more information concerning OFM visit w w w . state. go v/ofm . 
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